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CONFIDENTIAL STATE 299799 

EXCON 

E.O. 11652: XGDS - 1 

TAGS: ESTC, COCOM, RO, UK 

SUBJECT: UK STORAGE TUBES TO ROMANIA IL 1558 

REF: A. COCOM DOC (75) 2487 
B. OECD PARIS 32301 

US TECHNICIANS BELIEVES THESE TUBES ARE COVERED BY IL 1541 
(B) RATHER THAN IL 1558 (B). NO OBJECTION IF THE TUBES 
INCLUDE SEGMENTED (SECTIONED Y) PLATES. IF NOT, RESERVE 
AND ASK WHAT TYPE OF PLATES ARE USED IN THESE TUBES. KISSINGER 
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